To: Schmittdiel, Paula[Schmittdiel. Paula@epa.gov]; Way, Steven[way.steven@epa.gov]; Brent 

Lewis[Brent_Lewis@blm.govj; Wall, Dan[wall. dan@epa.gov]; Rob Runkel[runkel@usgs.gov] 

From: Zillich, Cathleen 

Sent: Tue 5/13/2014 5:39:56 PM 

Subject: Time line about treatment of Cement Creek at Gladstone 

Gladstone Area Mine Event Timeline draft1.doc 


Here is an excerpt. Attached is the whole document. 


June to Oct, or Nov.. 2003 . CC was treated into 2003 except for a short period in 1999. The CC 
flows treated did vary from all of CC in winter to just a portion in the summers. The flows 
treated ranged from -450 gpm to - 1600 gpm. This included both CC and American Tunnel so if 
American Tunnel was < 90 gpm then CC was the rest treated.JT] 


IU Larry Perino (SGC), written communication, fall 2010 
Kay Zillich 

Tres Rios and San Juan AML 
15 Burnett Ct 
Durango, CO 
970-385-1239 
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